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THR UNITED STATES ASSAY OFFICE AT HWLE 
OFFICE OF THE ASSAYER IN CHARI 


May eho 668%. ¢ 


Hon.Rugene Townsend, 


Supt U.S.Mint,Philadelphia 
Dear Sir; 


The rolls which you so kindly had ré 







have been returned 
to me apparently in first rate condition.- a 
Please accept my sincere-fhanks for your kindness and trouble in 
this matter.- a 


Yours respectfully, ote ph 
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Acting Asseyer in charge.- 





NARA RG104, Entry 1, Box 189 


The United States Assay Office at Helena, 
Office of the Assayer in Charge. 
May 15, 1895 


Hon. Eugene Townsend, 
Supt. U.S. Mint, Philadelphia 


Dear Sir; 


The rolls which you so kindly had repaired have been returned to me apparently in first 
rate condition. — 


Please accept my sincere thanks for your kindness and trouble in this matter. — 
Yours respectfully, 


S.K. Davis 
Acting Assayer in charge. - 


